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ened of the built-in shower bath; and only the most de luxe
hotels possess them. Hotel and private house bathrooms
are frequently described as c equipped with shower * when
a rose on a rubber connection serves to splash the bather,
the walls, the screen, and the rest of the bathroom, with a
consequent waste of domestic labour.

The whole bedroom unit also requires careful overhauling.
The modern bedroom would be all the better for containing
nothing but a bed, with behind its head a fitment containing
all those small accessories which are a normal part of bed-
room equipment. There should be a metal-lined ventilated
cupboard for the pillow, which need not therefore be either
exposed all day or else covered with a bedspread on which
is deposited the daily dust. There should be an electric
light for reading, and small adjoining cupboards for medi-
cines, books, and general bedroom utilities, and a con-
veniently-placed plate for light switches, bell, and telephone
connection if required. Everything, in fact, should have its
storage niche. But beside the bed, or beds, the room need
contain nothing.

In this way, the bedroom could be greatly reduced in
size, the space thus saved being devoted to an adjoining
dressing-room, properly fitted on shipVcabin lines, and
really comfortable. The dressing-room could be pleasantly
warm, while in the sleeping-room the windows could be
wide open; and thus there would be fewer risks of chills.
Most people dislike an overheated bedroom; but there are
also a great many people who detest dressing and undressing
under freezing conditions palliated only by the smallest gas
fire commercially procurable. If separate sleeping and
dressing quarters were provided, on the lines suggested, the
difficulty would be avoided, and apart from the fact that